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UNCLASSIFIED 

PAGE 01 STATE 060852 
ORIGIN PM-04 

INFO OCT-01 ARA-10 ISO-OO DODE-OO /015 R 

DRAFTED BY PM/ISO - JSCOTT:ML 
APPROVED BY PM/ISO - JWKIMBALL 
ARA/CEN - EHICKS 

191535Z 007601 /66 

R 182136Z MAR 77 

FM SECSTATE WASHDC 

TO AMEMBASSY TEGUCIGALPA 

UNCLAS STATE 060852 

E.O. 11652: N/A 


Message Text 


TAGS: CGEN, HO 

SUBJECT: ADMISSION OF BURN VICTIM TO BROOKE ARMY MEDICAL 
CENTER 


REF: TEGUCIGALPA 745 (DTG 1 12147Z FEB 77) 

DEPARTMENT HAS RECEIVED CONFIRMATION FROM DOD THAT 
APPROVAL HAS BEEN GIVEN FOR READMISSION TO BROOKE ARMY 
MEDICAL CENTER FOR MAJOR EFRAIN SANABRIA. DOD HAS INFORMED 
US THAT TWO PERIODS OF RECONSTRUCTIVE SURGERY WILL BE RE- 
QUIRED AND APPROVAL HAS BEEN GIVEN FOR BOTH. MAJOR SANA- 
BRIA CAN BE ADMITTED ANYTIME BEFORE MARCH 27 OR AFTER 
APRIL 4 FOR THE FIRST PERIOD. PLEASE ADVISE SOONEST OF 
HIS CHOICE SO WE MAY INFORM DOD. 

VANCE 


UNCLASSIFIED 
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